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GEORGINA DONOHO 

Customer ID: 3333 


Certificate: 53-C-O703 


Site: 001 


OKJHOHA POWOHO 

P. O. BOX 1418 

Type' ROUTINE INSPECTION 

SARASOTA.. FL 34230 

Dale: Feb-03-2011 


3,127 W) 
FACILITIES, OUTDOOR. 


Sec. 3,127 Facilities, outdoor 

<jd) Perimeter lerice. On or aller May 17. 2C0Q, ell outdoor housing lacililids lie., realities nOl entirely indoors) must 
be enclosed by a pertmeler Fence that is ol sufficient height to keep animals and unauthorized persons oul The Fence 
mus-1 be constructed so ttial it prelects Ihe animals in the lacilily by reslriding animals and ginaulFxirized persons From 
going through it or under il and having contact with the animals in the lacilily, and so thal it can Function as a 
secondary containment system for the animals in the facility. 

***“"*The perimeter lence was lined in some areas and the nails were ajspo&oe in a couple of places which 
indicates that the Fence is r»ol structurally sound 

"""""1 he perimeter shall be structurally sound and shall be maintained in good repair so lhal il can lurcliun as a 
secondary containment system for ihe animals «n the facility.The fence musl restrict unauthorized persons and 
animals from going through or under iF and having contact with the an mals n the facility. 

"’Corred tty April 3 , 2011. 


’“ +T An exit interview was conducted with ihe licensee on February 3-201 1 , 


Prepared By: 

LUIS A NAVARRO, DVM USDA, APHIS. Animal Care 

Title: VETERINARY MEDICAL OFFICER Inspector 6025 


(b)(6), (b)(7)(c) 
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